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FEBRUARY 1962 





— Announcing the availability of 
COMPLETE 


SOLAR RADIATION SIMULATOR 
SYSTEMS 





—tailored to the requirements of those desiring closest possible 
match of spectral energy distribution in an artificial solar source. 


Components in a variety of specifications include— 


+x CARBON ARC LAMP 


including carbon are sources equipped with magazine 
loaders for continuous operation. 


% RECTIFIER 

% WATER COOLED APERATURE 
% WATER RECIRCULATOR 

% REFLECTOR 

%* LENSES 

% LENS HOLDERS 


Send for new complete catalog including curves showing spectral energy 
distribution, percentage of deviation of carbon are source compared 
to the solar spectrum above the earth's atmosphere, and uniformity 


patterns. Please give size of your work area and desired intensity. Let 
our engineers help solve your problems without obligation. 


THE Fated ELECTRIC CORPORATION 


384 CITY PARK AVENUE «© TOLEDO 1, OHIO 


<=> 


A SUBSIDIARY OF GENERAL PRECISION EQUIPMENT CORPORATION 














WANTED 


Used Vibration Equipment wanted 5,000 to 10,000 Ibs. 
Force 0-2000 CPS or above, must have random and sinus- 
oidal excitation. Write to “Vibrator” c/o. Journal of En- 
vironmental Sciences, 34 S. Main Street, Mount Prospect, 


Illinois. 











